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UNCLASSIFIED 

PAGE 01 AUCKLA 00180 220454Z 
ACTION EA-09 

INFO OCT-01 ISO-OO HEW-06 OES-06 /022 W 

220457Z 058751 /20 

P 212150Z APR 77 

FM AMCONSUL AUCKLAND 

TO SECSTATE WASHDC PRIORITY 770 

UNCLAS AUCKLAND 0180 

FOR EA/ANP 

E.O. 11652: N/A 
TAGS: OGEN 

SUB J : INQUIRY REGARDING DIALYSIS MACHINE 
REF: STATE 87979 


Message Text 


AUCKLAND HOSPITAL IS ONLY PLACE IN AUCKLAND THAT HAS DIALYSIS 
MACHINES. COST IS NEW ZEALAND DOLS 120 OPER TREATMENT OF 
SIX HOURS (APPROXIMATELY US DOLS 1 16) FOR PERSONS WHO ARE 
NEITHER NEW ZEALAND CITIZENS NOR PERMANENT RESIDENT ALIENS. 
PERMANENT RESIDENTS AND CITIZENS WOULD NOT BE CHARGED AS 
THERE IS A NATIONAL HEALTH SCHEME WHICH WOULD PAY FOR TREATMENT. 


DEPARTMENT SHOULD INFORM ORANGE COUNTY HEALTH AGENCY THAT IF 
THE SUBJECT TONGAN CITIZEN DOES NOT HAVE PERMANENT RESIDENCE 
IN N.Z. ALREADY, HIS MEDICAL CONDITION WOULD PRECLUDE HIS 
OBTAINING IT. IF THE DOES MANAGE TO ENTER NEW ZEALAND, 

SAY AS A TOURIST, HE WILL BE FORCED TO LEAVE AS SOON AS 
PRACTICABLE AND WILL BE REQUIRED TO PAY FOR ANY TREATMENT 
RECEIVED AT THE ABOVE MENTIONED RATE. 
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